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NATIONAL SECURITY COUNCIL 
WASHINGTON 


September 3, 19U8 


MEMORANDUM FOR THE CHAIRMAN, UNITED STATES COMMUNICATIONS 

INTELLIGENCE BOARD 

SUBJECT: Problem Referred to National Security Cornell for 

Decision. 


At the time of its meeting on September 2, 191*8, 
the National Security Council considered the problem referred 
by the United States Communications Intelligence Board and 
decided that no action should be taken with regard to the sub- 
ject concerned. 

It is understood that the United States Communications 
Intelligence Board members have been informed of the foregoing 
orally by authorization of the Director of Central Intelligence. 


SIDNEY W. SOUERS 
Executive Secretary 


F\ p p rove dforRelease by N S A o n 0 3- 14-2 0 1 4 p u rs u a nt to E . Q . 13529 



